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ASSOCIATION OF FORMER INTELLIGENCE OFFICERS 

Carol Cosgrove 
Reply To: (516) 621-5252 


NOTICE OF MEETING 


SPEAKER: 


IMPORTANT: 


DATE: 23RD MARCH 1987 -MONDAY- 17:30 HOURS 

PLACE: UNIVERSITY CLUB 

1 WEST 54TH STREET 
NEW YORK, NEW YORK 
"AFIO RECEPTION" - COT LEGE HALL 

ROBERT M. GATES 

ACTING DIRECTOR, CENTRAL INTELLIGENCE AGENCY 

THIS MEETING IS NOT OPEN TO THE PUBLIC. GUESTS MAY BE INVITED. 

HOWEVER, YOU MUST PERSONALLY PLACE THEM ON THE GUEST LIST. 

IF YOU PLAN TO ATTEND A RSVP IS A MUST. CONTACT CAROL COSGROVE 
BETWEEN THE HOURS OF 9:00 A.M. AND 1:00 P.M. AT (516) 621-5252. 

YOUR NAME AND THE NAME OF YOUR GUEST MUST APPEAR ON THE GUEST 
LIST OR WE CANNOT ADMIT YOU. 

NOTE* PLEASE NO PRESS OR FOREIGN NATIONALS. 

THERE WILL BE A NOMINAL DONATION ACCEPTED AT THE DOOR TO COVER 
THE COST OF THE ROOM. THERE WILL BE A CASH BAR AVAILABLE. 

ROBERT M. GATES 

Since the untimely illness of William Casey, Bob Gates has been act ing Director of 
Central Intelligence. He was sworn in as Deputy DCI on 18 April 1987 serving as the 
principal Deputy to the Director. 

Mr. Gates, a native of Kansas, received his BA Degree from the College o^iiliam and 
Mary in 1965, his Masters Degree in History from Indiana University in 1966, and his 
Doctorate in Russian and Soviet History from Georgetown University in 1974. 

Mr. Gates joined the Central Intelligence Agency in 1966, ^^Iteeic 61106 

analyst and as one of two Assistant National Intelligence Officers for Strategic 
Programs. In 1974 he was assigned to the National Security Council Stall. 

After mere than five years at the National Security Council, serving three 

Mr. Gates returned to the Central Intelligence Agency in late 1979. He .^TSfrilLence 
was appointed to a series of administrative positions and served as National Intelllgmce 
Officer for the Soviet Union prior to his appointment as Deputy Director for Intelligence 

in January 1982. 

Mr. Gates is the recipient of the Distinguished Intelligence Medal, an^all^t^the^en 
Medal of Merit and the Arthur S. Fleming Award, which is presented annua y 
most outstanding young men and women in the Federal Service. 
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